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RA THIS DOCUMENT CONTAINS INFORMATION AFFECTING THE NATIONAL DEFENSE i 

Mm OF THE UNITED STATES, WITHIN THE MEANING OF TITLE 16, SECTIONS 793 8 
AND 794, OF THE U.S. CODE, AS AMENDED. ITS TRANSMISSION OR REVE~ THIS IS UNEVALUATED INFORMATION 
LATION OF ITS CONTENTS TO OR RECEIPT BY AN UNAUTHORIZED PERSON 1S 
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¢ Plant formerly was a hydraulic installation smaller 


25X1 i, The : 
. 7 aby at Peacuan ‘and bad a. generating capacity of hoo, 006 kilowatts~ « 
Net was dose to tha. Jepsnese-made generators inmmiediately after the 
oO @ CGommunmiats took over, but the plant's Soviet advisors recently 
propotmd? Lb be given 4 complete overnaul because of the increasing military 
eyo roe of che Northaset. ; 
2, Offielals of the Northeast Military Region approved the plan, and the — 
one . ie to commence in early dune. Th is to be directed by Soviet ~~ 
z, and all michinery will be furnished by the USSR. After this 
he generating eeEeCr ey: of the plant will be increased te 600,000 
25X11 Ay Comment. In duly 19h5 the Mutanchlang generating station 
25X11 naa Bh 


iy of 13,390 KLilewatts, and was steam-powered, not hydro= 
the nearby Chingpohu plant 


25X11 1d, AD installed ar capacity of 35,000 kilowatts as of 
har 1945, 
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